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Abstract 

In October and November 2008, the CMS collaboration conducted a programme of 
cosmic ray data taking, which has recorded about 270 million events. The Resistive 
Plate Chamber system, which is part of the CMS muon detection system, was suc- 
cessfully operated in the full barrel. More than 98 % of the channels were operational 
during the exercise with typical detection efficiency of 90 %. In this paper, the perfor- 
mance of the detector during these dedicated runs is reported. 



*See Appendix A for the list of collaboration members 



1 



1 Introduction 

The primary goal of the Compact Muon Solenoid (CMS) experiment [H is to explore parti- 
cle physics at the TeV energy scale exploiting the collisions between protons delivered by the 
Large Hadron Collider (LHC) [2]. The Resistive Plate Chamber (RPC) system [3[ is part of the 
muon detection system and is used for triggering purposes. RPCs have been chosen because of 
their good time resolution (about 2 ns) and high granularity which permit a fast and efficient 
triggering of muons over large areas. 

During October-November 2008, the CMS Collaboration conducted a month-long data-taking 
exercise known as the Cosmic Run At Four Tesla (CRAFT), with the goal of commissioning the 
experiment for extended operation (4J. With all installed detector systems participating, CMS 
recorded 270 million cosmic-ray-triggered events with the solenoid at a central flux density of 
3.8 T. 

The muon system is composed of a central barrel (in the pseudo-rapidity window \ t]\ < 1.04) 
and two closing endcaps (1.04 < \tj\ < 2.4). The RPCs participated in the CRAFT data taking 
with the full barrel and half of the endcaps in operation. Part of the endcaps was not operational 
because the readout electronics was not yet available. 

For the RPC system, the CRAFT 2008 exercise has permitted the check of the full data taking 
chain, from the detector up to the data acquisition boards, and the confirmation of the detec- 
tor performance established during the quality control phase [5|, also in presence of the CMS 
magnetic field. The exercise was also a useful benchmark to complete the commissioning of 
the endcap part of the RPC system. 

This paper is focused on the barrel RPC system performance. Sections|2]and|3]describe the RPC 
system layout, and the operation and monitoring procedures during the CRAFT exercise, re- 
spectively. In Section!!} the readout electronics is presented and the synchronization procedure 
is described. Section pfdeals with the barrel RPC performance, in terms of cluster size, position 
resolution and detection efficiency. 

2 RPC system layout 

The central feature of the CMS apparatus is a superconducting solenoid of 6 m internal diame- 
ter. The silicon pixel and strip tracker, the crystal electromagnetic calorimeter (ECAL) and the 
brass-scintillator hadronic calorimeter (HCAL) are located within the solenoidal field volume. 
Muons are measured in gas ionization detectors embedded in the steel return yoke. CMS uses 
a right-handed coordinate system, with the origin at the nominal collision point, the x-axis 
pointing to the centre of the LHC, the y-axis pointing up (perpendicular to the LHC plane), 
and the z-axis along the anticlockwise-beam direction. The polar angle, 6, is measured from 
the positive z-axis, the azimuthal angle, <p, is measured in the x-y plane. 

The RPC detectors are employed in CMS as a dedicated trigger system in both the barrel and 
in the endcap regions. They complement the muon tracking system: drift tubes (DT) [6 J in the 
barrel and cathode strip chambers (CSC) [7J in the endcaps. 

From the geometrical point of view, the muon system is divided into five wheels in the barrel 
and three disks in each endcap. Each barrel wheel is divided in 12 sectors, covering the full 
azimuthal dimension (see Fig. [TJ. Each sector consists of four layers of DTs and six layers of 
RPCs, with a total of 480 RPC stations of average area of 12 m 2 . The two innermost DT layers 
are sandwiched between RPC layers (RBli n and RBl out for the innermost DT layer, RB2j n and 
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2 RPC system layout 



RB2 0ut for the second one). The third and fourth DT layers are complemented with a single 
RPC layer, placed on their inner side (RB3 and RB4). A detailed description of the muon system 
geometry can be found in Ref. (H. 




Figure 1: Transverse view of the muon system layout in the barrel region, showing the positions 
of the DT and RPC stations. 

Each barrel RPC station is mechanically composed of two or three adjacent RPC units, called 
"rolls", making a total of 1020 rolls for the barrel RPC system. Figure [2] shows a schematic 
layout of a RPC station composed by two rolls. The CMS RPC rolls are double RPC units, 
where each unit is composed of two bakelite electrodes, each 2 mm thick, and a 2 mm wide gas 
gap. Readout strips, which are oriented along the beam direction, are placed between the two 
RPC units, with an independent electronic channel for each strip. The total readout system of 
the barrel RPC detector consists of 68 136 channels. 

The strip location defines a point in the local reference frame of the RPC with a precision given 
by the strip width, ranging from 2.3 cm, for the innermost RBli n layer, to 4.1 cm, for the RB4 
layer (see Table II). The strip signals are discriminated and shaped into 100 ns digital pulses by 
front-end boards with programmable discriminator thresholds. 

The RPC detectors, which work in saturated avalanche mode, use a three-component, non- 
flammable gas mixture composed of 96.2 % C2H2F4 (R134a), 3.5 % isobutane (C4H10) and 0.3 % 
SF6. Water vapour is added to obtain a mixture with a relative humidity of 40-50 %, in order 
to maintain a constant bakelite resistivity and, thus, avoid a degradation of RPC performance 
under high background conditions. The large volume of the total RPC system (18 m 3 ) and the 
use of a rather expensive gas mixture impose the use of a gas recirculation system. This system 
consists of the following modules: the primary supply, the mixer, the humidifier, the closed- 
loop circulators, the gas distributors to the chambers, the purifiers, and the pump. The purifier 
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Figure 2: Schematic layout of a RPC station composed of two rolls. 



system is made of a set of filters designed to remove contaminants from the gas mixture. The 
system operates with a fraction of fresh gas mixture in the range from 10 % to 2 %. This is the 
first time that such a large RPC system is operated with a closed loop gas system. 



3 Detector operation and monitoring 

The effective working voltage, V e ff, relevant for the charge avalanche production inside the 
RPC, depends on environmental parameters such as gas temperature (T) and pressure (P), 
according to Eq.[T][8| 

V * = V *T X Y Q , (1) 

where V e ff is the effective voltage, V is the applied power voltage, and Po = 1010 mbar and 
To = 293 K are the reference pressure and temperature, respectively. Only the effective voltage 
is relevant when comparing detector performance in different sites and run conditions. 

The CMS RPCs have been extensively tested at the production sites and their physics perfor- 
mance was studied (3j [5| . During 2006, a small fraction of the RPC system was calibrated and 
operated [9 [. In both cases, it was found that 95 % of the maximum plateau efficiency is reached 
at an effective voltage of 9.6 kV, corresponding to an average applied voltage of 9.2 kV for the 
pressure conditions in the CMS cavern. 

For the CRAFT 2008 exercise, the operating voltage was set to 9.2 kV and the electronic thresh- 
olds of the readout system were set to 230 mV, corresponding to an induced charge of 180 fC. 
These operating conditions are conservative and do not permit the detector to reach its max- 
imum efficiency. This approach was chosen to maintain low noise levels and safe operating 
conditions, since this was the first time that the full system was operated. Following extensive 
past studies [10], the working conditions were maintained within strict ranges: temperature 
lower than 24 °C, humidity in the range 40-50 % and fraction of O2 below 300 ppm. 

These parameters were monitored and controlled by the Detector Control System (DCS) |[TT ) . 
Their values were stored in a database and used, offline, to study the system stability. 
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3 Detector operation and monitoring 



3.1 Temperature 

Out of the 480 RPC stations, 310 are equipped with a temperature probe installed inside the 
mechanical frame. Figure [3] shows in the left plot the temperature distribution of those barrel 
stations at the end of the CRAFT period (averaged over one day) and on the right plot its 
average vs. time. The system temperature was maintained below 24 °C during the full CRAFT 
period, in order to guarantee proper RPC operation. Clear variations are observed when the 
electronics of CMS is switched on or off. The steep increase seen at the start of the CRAFT 
exercise, when all the detectors were fully operating, is a consequence of the non optimized 
cooling of the system. A special effort was dedicated to increase the cooling circuit capability 
after the end of the CRAFT exercise. The temperature of the input cooling water has been 
reduced by one degree in order to guarantee a constant stable temperature lower than 24 °C, 
as confirmed in 2009, during long cosmic rays data taking periods. 



p 

<M 
O 



O 
* 



40^ 
35^ 
30^ 
25^ 
20^ 
15^ 
\0~- 



Entries 31 
Mean 21.72 
RMS 0.701 



CMS 2008 



16 17 1£ 



19 20 21 22 



24 25 



temperature [°C] 



o 30 r 

o 

id 28 r 
3 : 

2 26- 
<D Z 
Q. 

E 24- 

■2 

22 r 

20^ 

18^ 

16- 



CMS 2008 



date 



Figure 3: RPC temperature, as measured by the probes installed inside the stations. Left side: 
distribution of RPC temperature taken at the end of the CRAFT period and averaged over one 
full day of data taking. Right side: Average RPC temperature as a function of time. Each point 
represents the temperature averaged over 4 hours and over all barrel stations. The increase and 
the variations of the temperature are triggered by the start of the CMS electronics. 



3.2 Currents 

The currents drawn by the RPCs, I, are strongly affected by variations of the environmental 
conditions. A sudden current increase could also indicate a malfunctioning of the detector. 
Therefore, a careful and continuous monitoring of the currents is performed. Each RPC station 
is powered by a separate high voltage supply. The current drawn in each RPC station is read 
out and stored through the DCS. Figure |4] shows in the left plot the I distribution at an oper- 
ating voltage of 9.2 kV, for the 480 barrel stations, at the end of the CRAFT period. Only for 
11 stations the value of I is larger than 3 pA. During the CRAFT exercise, ten units out of 2040 
were disconnected because of problems with the high voltage connections, leaving the corre- 
sponding rolls working in single gap mode. Figure |4] right plot shows that the average current 
drawn by the stations was around 1 }iA and stable in time. No correlation is observed between 
the mean current values and the temperature variations, in the operating range. 

3.3 Counting rates 

The RPC noise rate is carefully monitored, since abnormal values in some parts of the detector 
can result in high fake muon trigger rates. At the beginning of each run, dedicated calibration 
data were taken and analysed to identify and mask noisy readout channels with rates above 
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Figure 4: Distribution of the current drawn by the RPCs. Left plot shows the average over one 
full day of data taking at the end of the CRAFT period. The plot has no overflow. Right plot: 
average current as a function of time. Each point is the average current over 4 hours and over 
all barrel stations. The operating voltage is 9.2 kV. 



100 Hz/ cm 2 . This value was chosen because it corresponds to the limit that the trigger system 
can sustain. The total number of masked and dead channels was stable during the CRAFT 
period, at about 1 % of the total number of channels in both cases. 

The average noise per second and per cm 2 is computed for each roll by adding the contributions 
from all non-masked channels. The distribution of the number of rolls as a function of the 
average noise is shown in Fig. [5l for one specific run. Only 3 % of the rolls have an average 
noise rate greater than 1 Hz/ crrr . 

Although the average noise rate is very low, a problem related to events with correlated noise 
on several layers has been detected few times per day affecting about 10~ 3 of the total data 
taking time during the CRAFT exercise. A special effort has been made to understand the 
sensitivity of the RPCs to external noise sources. The detector grounding has been improved 
where possible, and further studies are in progress. Preliminary analyses have demonstrated 
that the fake trigger rate is reduced by two orders of magnitude when the LHC trigger algo- 
rithm is used instead of the dedicated cosmic ray trigger employed during the CRAFT exercise. 
The LHC trigger algorithm requires more stringent constraints on the incoming muon direction 
and is less sensitive to the detector noise. 

3.4 Gas monitoring 

The mixture composition and its quality are monitored by two independent devices. The Gas 
Quality Monitor [12, 13J performs chemical analyses (mainly gas chromatography, pH and flu- 
oride monitoring). The Gas Gain Monitor fl4|, is based on the monitoring of the performance 
of three sets of 50 x 50 cm 2 single gap RPCs, each supplied with a different gas mixture (fresh 
gas, and gas from the recirculating system, before and after the purifiers). 

During the CRAFT exercise, the gas system was operated continuously with a fraction of 8 % 
of fresh mix. The lifetime of the purifiers before regeneration was about 36 hours between 
regenerations of first stage purifier, to remove water from gas mixture humidity, and one week 
between regenerations of second stage purifier, to remove air contamination. The full system 
was running smoothly during the operation. The downtime due to gas system stops was less 
thanl%. 
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4 Synchronization of RPC data 




10" 2 10" 1 1 10 10 2 

noise rate (Hz/cm 2 ) 



Figure 5: Example distribution of the number of rolls as a function of the average noise in 
the roll, for a given data taking run. Channels exceeding 100 Hz/ cm 2 are masked and do not 
contribute to the average noise. The operating voltage is 9.2 kV. 

4 Synchronization of RPC data 

Muon signals detected by the RPC chambers and transmitted by the readout electronics must 
arrive in dedicated electronic boards at a specified time, in order to correctly contribute to the 
trigger decisions. In addition, RPC data sent to the CMS Data Acquisition system (DAQ) and 
RPC trigger information must be associated to the right LHC bunch crossing (BX: 25 ns time 
interval). 

The different steps of data transmission in the RPC system are described in detail in Ref. [pT5| . 
After pulse discrimination in the front end boards, the data are transmitted asynchronously to 
the Link Boards situated on the CMS detector, where zero-suppression is performed. The data 
are then sent through optical fibres to the CMS counting room, in the underground cavern, 
where RPC muon trigger objects are identified, as part of the CMS Level-1 trigger system, and 
sent to the Global Muon Trigger. In parallel, the data are sent to the CMS DAQ system. To 
ensure integration with CMS, the RPC readout and trigger systems work in synchronous mode 
using the CMS Timing, Trigger and Control (TTC) system |T6| . 

The TTC signals (including clock and reference bunch crossing identification) are distributed to 
the Link Boards, where the signals from the detector are synchronized with the LHC clock. The 
data are assigned to the proper bunch crossing according to a time window determined by the 
length of the TTC fibres, the muon time of flight, and the signal propagation and transmission 
times along the strips, cables and electronics. 

The RPC readout tl7\ is designed to send data from up to 8 consecutive bunch crossings (BXs) 
to the DAQ system: the trigger BX plus 3 pre- and 4 post-trigger BXs. During the CRAFT 
exercise, only 7 BXs were transmitted to the DAQ (±3 BXs around the triggered event). 

The timing setups of the system are different for the LHC beam mode and for the cosmic ray 
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runs. In beam mode the synchronization is driven by beam collisions, which are fixed in phase 
with respect to the LHC clock, while in the cosmic mode this phase is arbitrary: cosmic rays 
arrive randomly with respect to the LHC clock. The synchronizations of the upper and lower 
parts of the detector differ significantly in the two modes, due to the asymmetric phi distribu- 
tion of the cosmic rays. 

In order to optimize the data synchronization, initial delays were estimated, based on the length 
of cables and fibres. The bottom-central part of the detector was chosen as a reference, and de- 
lays of data from other parts of the detector were fine-tuned to optimize the data alignment 
in time. The same timing was kept for the full CRAFT period. As an illustration of the RPC 
synchronization during the CRAFT exercise, Fig. [6] presents a typical example of the time dis- 
tribution of the data coming from individual RPCs. The time is counted with respect to the 
bunch crossing assigned by the RPC Level-1 global trigger logic, based on the coincidence of 
at least 3 chambers along a muon trajectory. The peak in the central bin corresponds to data 
which are synchronous with the RPC Level-1 trigger. The spread to the two neighbouring bins 
is caused mainly by the arbitrary choice of the synchronization phase, relevant only for cosmic 
ray runs. The spread over the other bins is due to the non-perfect synchronization of contribut- 
ing triggers, and to a background caused by Link Boards connected to the most noisy electronic 
channels. 
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Figure 6: Typical time distribution (in bunch crossing units of 25 ns) of the data coming from 
individual RPCs with respect to the RPC global trigger time. The dashed line shows the back- 
ground caused by the 10 over 1020 Link Boards connected to the most noisy channels. 



In view of the good quality of the present data, much better synchronization is expected for 
LHC runs. 



5 Detector performance 

The performance of the RPC system has been studied by making use of the local DT hit recon- 
struction [6 J. The three innermost DT layers are able to locally reconstruct three dimensional 
muon track segments with up to eight hits in the rep plane and up to four hits in the rz plane. 
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5 Detector performance 



The outermost DT layer provides a segment in the rip plane. 

The extrapolation of a DT track segment onto an RPC plane allows the study of the local RPC 
performance, by searching for RPC channels over threshold in a small region around the impact 
point. Previous studies [9] have shown that a range of ± 2 strips between the extrapolated 
impact point and the closest firing strip is adequate. 

In addition, the CRAFT exercise led to the identification of 15 swapped readout cables out of a 
total of 4720, and a few cases of RPC to DT misalignments at the level of more than 1 cm. 

In the following sub-sections the results on cluster size, position resolution and detection effi- 
ciency are reported for the whole barrel system. The RPC cluster size and the position resolu- 
tion are studied separately for layers with different strip pitches. No special selection is applied 
to the DT track segments used for the extrapolation, except for the requirement that no other 
segment is reconstructed in the DT station. This condition is imposed to reject multiple muon 
events and other possible ambiguous topologies. Moreover, only pointing segments in the rip 
plane have been used in these analyses. A pointing track segment in the rip plane is defined as 
a segment within an angle of ± 20 degrees around the normal to the RPC layer, in the plane 
perpendicular to the strip direction. All the figures have been produced by analysing a run of 
about 2 million events, representative of the full CRAFT period. 

5.1 Cluster size 

A cluster is defined as a consecutive set of strips, each of them collecting an induced charge 
above the discrimination threshold of 180 fC. The number of strips in the cluster is called the 
cluster size. 

The cluster size depends on the RPC strip pitch, on the impact point position with respect to 
the strip, and on the track crossing angle. Figure [7] shows the cluster size distribution for the 
RBli n layers, for pointing muons. The different strip pitches and the average cluster sizes are 
given for all layers in Table [lj The fractions of events having cluster sizes corresponding to 1, 
2, 3 or more than 3 strips are shown for different layers in Fig. [HJ 

Table 1: Strip pitch and average cluster size, counted as the number of strips, for pointing track 
segments, with operating voltage of 9.2 kV. 



RPC layer 


strip pitch (cm) 


average cluster size 


RBl in 


2.3 


1.52 


RBl out 


2.5 


1.46 


RB2 in 


2.8 


1.41 


RB2 out 


3.0 


1.38 


RB3 


3.5 


1.31 


RB4 


4.1 


1.25 



The number of firing strips for a crossing muon is a function of the local impact point position 
with respect to the RPC strip. The distribution in Fig. [9] shows the deviation, A, measured in 
strip pitch units, between the impact point and the cluster centre for the RBlin layer, in a local 
reference frame. In this local frame the fired strip is between and 1 for events with cluster 
size of 1, the two fired strips are between —1 and 1 for events with cluster size of 2, and the 
three fired strips are between —1 and 2 for events with cluster size of 3. The three distributions, 
normalized to the same area, are overlayed. Events with cluster size of 1 are more frequent for 
tracks crossing the RPC layer close to the middle of a strip, while the fraction of events with a 
cluster size of 2 increases for muons close to the edge between two adjacent strips. 



5.1 Cluster size 
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Figure 7: Normalized distribution of the cluster size for the RBli n layer, for pointing track 
segments. 
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Figure 8: Relative population of reconstructed clusters with size equal to 1, 2, 3 and more than 
3 strips, for each RPC layer. 
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5 Detector performance 



In addition, the cluster size depends on the muon incident angle with respect to the RPC sur- 



face, in the plane orthogonal to the strip direction. This is visible in Fig. 10 which presents the 
dependence of the average cluster size on the absolute value of the tangent of the angle a, de- 
fined as the angle between the muon direction and the normal to the RPC surface in the plane 
perpendicular to the strip direction, for the RBli n layer. This dependence is due both to the 
increased path length in the crossed gas gap and to the RPC double gap structure where two 
independent avalanches develop in the two gas gaps, 6 mm apart, which may induce signals 
on different strips, increasing the cluster size. 

It should be noted that, because of the bending of muon trajectories due to the magnetic field, 
low momentum muons coming from the interaction point, during LHC runs, may cross the 
RPC detectors with relatively large angles. Cosmic muons are very useful to study these topolo- 
gies since they cross the detector at all possible angles, depending on the sector. 
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Figure 9: Distribution of the track impact point for the RBlj n layer in a local reference frame, 
for events with cluster size of 1, 2 and 3, in units of strip pitch. The local frame, described by 
the drawing under the plot, is defined in such a way that the fired strip is between and 1 for 
events with cluster size of 1, the two fired strips are between —1 and 1 for events with cluster 
size of 2, and the three fired strips are between —1 and 2 for events with cluster size of 3. The 
three distributions are normalized to the same unit area. 



5.2 Position resolution 

The centre of a cluster provides a measurement of the position of the muon track crossing point, 
in the rep plane. In order to study the RPC position resolution, the cluster centre is compared 
to the extrapolated point of the DT segment onto the RPC layer. The distribution of the off-set 
between the position of the track crossing point onto the surface separating the two gaps and 
the cluster centre, named residual, is computed for every roll, providing an estimate of the 
relative DT and RPC alignment. 



5.3 Detection efficiency 
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Figure 10: Average cluster size as a function of the absolute value of the tangent of the angle a, 
defined as the angle between the track direction and the normal to the RPC surface in the plane 
perpendicular to the strip direction, for the RBlin layer and with an operating voltage of 9.2 kV. 



Figure [TT] presents the distribution of the mean value of the residuals for all barrel rolls. The 
relative alignment is of a few millimetres, but two cases of a few centimetres have also been ob- 
served (not visible on the plot scale). The mean values extracted from the residual distributions 
have been used to correct the data offline, in order to improve the position resolution. 



Figure 12 shows the residual distribution in cm for the RBli n layer, after having applied the 



alignment corrections, for events with cluster size lower than four. 

The analysis of the RPC residuals has been performed for all layers, corresponding to different 
strip pitches as reported in Table [lj and for events with different cluster sizes. The RMS values 



of the residual distribution are presented in Fig. 13 as a function of the layer, for different 
cluster sizes. The trend reflects the variation of the strip pitch and the geometry of the different 
RPC layers. 

5.3 Detection efficiency 

The most important parameter defining the RPC performance is the detection efficiency. The 
DT segment extrapolation, presented at the beginning of Section |5j is used to estimate the RPC 
efficiency, for a full roll. 

For each DT track segment extrapolated onto the RPC surface, a roll is considered efficient if 
at least one RPC strip is over threshold within ± 2 strips from the extrapolated impact point. 



Figure 14 shows the efficiency vs. the local impact point on the RPC surface. The pattern due to 
the spacers placed on a 10 x 10 cm 2 grid is clearly visible. Moreover, a reduction of the overall 
efficiency is visible in the y coordinate (as defined in the figure) at about 55 cm, where only one 
gap is present. 



The roll efficiency distribution is shown in Fig. 
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for a typical run, taken at the operating volt- 
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5 Detector performance 
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Figure 11: Normalized distribution of the mean value of the residuals in cm, for all the RPC 
rolls. Two entries are out of the range. 
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Figure 12: Normalized distribution of the residuals in cm, for the RBli n layer (events with 
cluster size larger than three are not included). 



13 



E 2 
w 1.8 

CO 

"D 
CO 
CD 



DC 



1.6 
1.4 
1.2 
1 

0.8 
0.6 



overall 

cluster size 1 

cluster size 2 

cluster size 3 



= !=* 



CMS 2008 



'in 5. 3 'out (Sit ">fe.8„ °"t(3n (3 -S ~ (4 1 
^Cty -Sctfjj "Cty -0 CfflJ OCty 

RPC layer 



*b 3 



*e 4 



Figure 13: RMS of the distributions of the residuals, for the different layers (corresponding to 
different strip pitches) and for different cluster sizes. 



age of 9.2 kV. The peak of the distribution is about 90 %, while the tail at lower efficiency values 
is due to now known swapped cables, chambers working in single gap mode and chambers 
with synchronization problems. 

After the end of the CRAFT exercise many improvements have been obtained and the operating 
conditions have been optimized. In 2009 the efficiency distribution was around 95 % at 9.4 kV. 



6 Conclusions 

Data collected during the CRAFT 2008 period have been very useful for detector commission- 
ing. About 98 % of the electronic channels were operational during the exercise. Hardware 
problems such as swapped cables and electronic failures have been identified and fixed. The 
relative position of each RPC station with respect to the DT chambers has been measured in 
the rep direction, and the position resolution of the RPC system has been determined. Software 
tools to monitor the system performance have been developed and tuned during the running 
period. The performance of the barrel system has been measured from data. The results show 
a good stability of the detector and an efficiency around 90 % at the operating voltage of 9.2 kV. 
Many improvements have been made after the CRAFT 2008 exercise. The temperature of the 
input cooling water has been reduced by one degree. Hardware failures have been fixed, the 
working voltage and the electronic threshold have been optimized, and the synchronization 
of the RPC barrel signals has been improved. Although more systematic studies are still in 
progress, the RPC barrel system is ready for LHC beam collisions. 
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6 Conclusions 





Figure 14: Efficiency of an RBlj n roll as a function of the x and y coordinates (as defined in the 
figure) of the extrapolated track impact point. The lower efficiency spots are due to the dead 
regions induced by spacers on a 10 x 10 cm 2 grid. An efficiency reduction is also visible for the 
y coordinate at about 55 cm, where only a single gap is present. 
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